•Lindley Hall, a girls' dormitory housing 0 

200 girls. Built in 1917. New wing completed £ 
in 1940. Named for first President of Ohio ^ 

University, Jacob Lindley. < 

V) 

3 

(9 

til 

a 

PLACE 

STAMP 

HERE 

a 



POST CARD 




Lindley Hall , Ohio University , Athens , Ohio 


1B723-N 















